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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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0. FOREWORD 

0.1 This Indian Standard ( First Revision ) was adopted by the Indian 
Standards Institution on 11 November 1985, after the draft finalized by 
the Spinning Machinery ( Cotton System ) Sectional Committee had been 
approved by the Textile Division Council. 

0,2 This standard first published in 1972 has been revised to cover nose 
bars used in conjunction w^ith medium and long cradles and additional 
cross sections for use with short cradles. 

0.3 For the purpose of deciding whether a particular requirement of this 
standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in accord- 
ance with IS : 2-1960*. The number of significant places retained in 
the rounded off value should be the same as that of the specified value 
in this standard. 



1. SCOPE 

1.1 This standard covers the requirements of nose bars for speed and 
ring spinning frames for use in conjunction with short, medium and long 
cradles. 

2. MANUFACTURE 

2.1 Material — The nose bars shall be cold drawn from mild steel bars 
conforming to IS : 226-1975t. 

2.2 Workmanship and Finish — The top surface of the nose bars 
including radii on both sides of the cross section shall be smooth. The 
nose bars shall be free from cracks, burrs, laminations, sharp and rough 
edges, deep tool marks, pitted marks and other surface defects. 



♦Rules for rounding off numerical values ( revised ). 
fSpecification for structural steel ( standard quality ) {Jifth revision 
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3. CLASSIFICATION AND DESIGNATION 

3.1 The nose bars shall be classified as under: 

a) Nose bar for use in conjunction with short cradles, Designation I 
to VI ( see Fig. 1 to 6 ). 

b) Nose bar for use in conjunction with medium cradles, Designation 

VII to IX ( see Fig. 7 to 9 ). 

c) Nose bar for use in conjunction with long cradles. Designation X 
to XII ( see Fig. 10 to 12 ). 

4. REQUIREMENTS 

4.1 Dimensions — The length of nose bars shall be as agreed to 
between the buyer and the seller. Cross-sectional dimensions of nose bars 
shall conform to those specified in Fig. 1 to 12 depending upon the 
designation of nose bar. 

4,1.1 The dimensions on which tolerances have not been shown in the 
figures shall be subject to the tolerances as agreed to between the buyer 
and the seller. 

4.2 Straightness — The nose bars shall be straight. The tolerance 
on the top and at the front edge in a staff length shall not exceed 
0'15 mm. 

4.3 Twist — Twist on the edges in a staff length shall not exceed 
02 mm. This shall be measured along the length of the nose bar on a 
surface plate with a feeler gauge. 

5. MARKING 

5.1 Each nose bar shall be marked with the manufacturer's fname, 
initials or trade-mark, if any. 

5.1.1 The nose bars may also be marked with the ISI Certification 

Mark. 

Note — The use of the ISI Certification Mark is governed by the provisions of the 
Indian Standards Institution ( Certification Marks ) Act and the Rules and Regu- 
lations made thereunder. The ISI Mark on products covered by an Indian Standard 
conveys the assurance that they have been produced to comply with the require- 
ments of that standard under a well-defined system of inspection, testing and quality 
control which is devised and supervised by ISI and operated by the producer. ISI 
marked products are also continuously checked by ISI for conformity to that 
standard as a further safeguard. Details of conditions under which a licence for the 
use of the ISI Certification Mark may be granted to manufacturers or processors, 
may be obtained from the Indian Standards Institution. 
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All dimensions in millimetres. 
Fio. 1 Nose Bar for Use in Conjunction with Short Cradles, 

Designation I 
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All dimensions in millimetres. 

Fig. 2 Nose Bar for Use in Conjunction with Short Cradles, 

Designation II 
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All dimensions in millimetres. 
Fig. 3 Nose Bar for Use in Conjunction with Short Cradles, Designation III 
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All dimensions in millimetres. 
Fig. 4 Nose Bar for Use in Conjunction with Short Cradles, 

Designation IV 
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AH dimensions in millimetres. 

Fig. 5 Nose Bar for Use in Conjunction with Short Cradles, 

Designation V 
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All dimensions in millimetres. 

Fig. 6 Nose Bar for Use in Conjunction with Short Cradles, Designation VI 
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All dimensions in millimetres. 

Fig, 7 Nose Bar for Use in Gonjungtion with Medium Cradles, Designation VIj 
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All dimensions in millimetres. 
Fig. 8 Nose Bar for Use in Conjunction with Medium Cradles, 

Designation VIII 



IJ 



IS : 6686 - 1985 



33-2 




All dimensions in millimetres. 

Fig. 9 Nose Bar for Use in Conjunction with Medium Cradles, 

Designation IX 
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All dimensions in millimetres. 

Fig. 10 Nose Bar for Use in Conjunction with Long 
Cradles, Designation X 
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All dimensions in millimetres. 

Fig. 1 1 Nose Bar for Use in Conjunction with Long 

Cradles, Designation XI 
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All dimensions in millimetres. 

Fig. 12 Nose Bar for Use in Conjunction with Long 
Cradles, Designation XII 
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5.2 A label attached to each bundle of nose bars shall bear the following 
information: 

a) Manufacturer's name, initials or trade«mark, if any; and 

b) Designation. 

6. PACKING 

6.1 The nose bars shall be coated with rust-preventing agent and shall 
be wrapped in brown paper/polythene film and packed in boxes in such 
a manner that they do not get bent in transit. 
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